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NATIONAL FOREIGN INTELLIGENCE BOARD 
WASHINGTON, DC. 20505 


18 May 1983 


MEMORANDUM TO HOLDERS OF DCI DIRECTIVES 


FROM: Walter Elder 
Executive Secretary 


STAT SUBJECT: DCID | | 


Effective 17 May 1983, Director of Central Intelligence Directive 


is rescinded, 


Walter Elder 
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